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WE HAVE BEEN ADVISED THAT CONTENTS PARA A ONE RE? M AY HAVE 
BEEN INITIALLY READ INCORRECTLY, SPECIFICALLY THE SIZE OF THE MILITARY 
ESTABLISHMENT LOCATED IN THE CITY OF SSthMAO„ REQUEST RECHECK AMD 
CERTIFICATION AS TO ACCURACY, 
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